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2,40 (b) (0) 


REPEAT 


ATTENDIHG VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

(b) Each dealer or eiqhibilor shall establish and maintain programs of actequate yeterinary care that include: 

(3) Daily cbeervafinri of all animals to assess ineir haaiLh and wall -being; Providsid. hawavaf, Inal daily 
observation of anirriate may be ajccomplished by someone other than the attending veterinarian; and Provided, 
further, Tlial a megbaniem qrf direct and Frequent cqmmunigeliqn 1$ required 50 that timely and eowrate infdrmeliqn 
ort probiems of animal health, behavior, and well-bang Is eoni«yed lo Ihe allendlng veterlnaflan. 

’■'* A while male French Bulldofl (lag #7B1) was found wilh a swollen area between the second and Ihlrd toe on the 
front right foot. The dog was bearing weight normally and did not appear to be painful TTiis dog must be examined 
by the attending veterinarian to determine eny required Irealment lor this rlog. Tlie licensee cnuel fellow and 
documerrt any required freatment from ibe atlending veterinarian. 

A male cream poodle (lag #933) was found wllh excesawe tarter bulid-up on both sides o( the upper teeth. The 
dog was acting r^onrially and bad a normal body oorTdiHon. Tbe atlending ueferinarian must examine this dog to 
determine any needed treatmeni. Tbe licensee must lollow and documenl all recommended irealmenL. 

Tbese dr^s must be seen by the ellending velerinarian by DOB on Msy 25ib. 

THIS IS A REPEAT NON-COM PLIANT ITEM 


3,4 


OUTDOOR HOUSING FACIUTIES. 

(b) Shelter from the elements. In addition to Ihe sheller strudures, one or more separate outside areas of shade 
must be provided, large enough te r^bnlain all the animals al one lime and prcteci them From the direct raye el Ibe 
sun. 

Si adult dogs are being housed In outdoor runs withoul shelter from Ibe sun. These cfogs all have adequate 
shelter but do not have additional shade aresB to proted them from the direct rays of ibe gun. The licengee must 
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preyide these dogs wilh shade to ensure their comfcn and protect them from the sun. 


Correct by; £5 MAY £010 

3,4 (tf) 


OUTDOOR HOUSING FACIUTIES. 

lb) Shelter frofn the elements, Shelters in outdoor facilities lor dogs or cals must contain a noolK four sides, and a 
tloor, and must: 

{S} Be provided with a wind break and rain breah at the enirance. 

Five ol the outdoor endosures housing adult dogs have shelters that do no have windbreatrs. These windbreaks 
are required to ensure the dogs can take from the wind and rain. The licensee must provide windbreaks to the dog to 
eneure th^ir comfort and wall-bain^. 

Cwrecl by: 15 JUN 2D10 

*** Inspection and esftt intcn^iew conducted with the owner, 
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2,40 (b) 0) 

ATTENDIHG VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

(3) Daily observalion of all animals lo assess Ibeir health and well-beings Provieled.. however, That daily 
cbaaivatidn ai animals may bs accomplished by abineona blher than the attending vdtaf inarian:. and Picvidad, 
further, Thai a mechanism of direct and frequent communication is required so that timely and accurate infeirnaljon 
on problems of animal hoelfh. behavior, and well-being is oonvayed lb |ho attending velerirprian. 

“ At least live adult do^ were found with escessively long nails lhat need to be trimmed. These long rails are a 
polenitjal hazard to lha dags should thay gat caught Ir the caalad matal wira llcorlrig. Tha licansaa statad that half of 
the ladlily's dogs have been trimmed recently and they are in the process of going through the olher half, All dogs 
naad lo hava thair rails avaluatad and irimmad as naadad td avoid potanlial injury. Cottar^ this by mainlaining all 
dogs' nails. 

Cwrad by; 07 JUN 09 


(c) 


3,1 


HQUSINQ FACILITIES, GENERAL. 

(2) Mainlenance and replacement of surfaces, AH surfaces must be maintained or a regular basis. Surfaces of 
housing (acililias- including houses, dans, and other furnilura-tyiie fixlures and chjecta within the laciiily-that cannot 
be readily cleaned and sanitized, must be replaced when worn or soiled. 

Many of the entries to the whelping boxes have beer chewed and saalchad by the dogs. These are^ now have 
dirt and debris embedded in the chew marke which is impossible lo dean and sanitize. These areas need to be 
raplacad or mpairad ic allow lhas« aurfacos lo he properly cleaned and sanitizad. This Is required lo reduce disease 
hazards to the dogs. This is especially important to the puppies in the nursery, 

Correct by; 07 AUG 09 


Prepared By: 


RANDALL E COLEMAN , A C I USDA, APH IS, Animal Care 
Title; ANIMAL CARE INSPECTQFI Inspector 1063 


Date: 

May-07-£009 


Received By: 



Title; 


Page ■ of 2 


Date: 

May-08-S009 




USDA 


United States Department of Agriculture 
Animal and Plant Healin inspaclion SBfvic& 



ir^JS 


Inspection Report 


3,e 


(a) (ii) 


PRIMARY ENCLOSURES- 

(a) Ger^eral requirements, (1 ) Primary encHosjres must be designed and censtruded of suitable materials so that 
lhay ara atrunturally adund. Tba p^riiYiary encloauras must be kafit in good nai^^air. 

(2;? Primary enclosures must be constructed arxJ mairntained so Ifial they; 

(i) have no etiprp points or edge® Ibal oould injure ftie dogs end cats; 

(II) Protect the dogs and cats from injury. 

Two primary ancloeures In tha from ot the shop araa have lloorlng that ^ broken or ktosa Irom the slrucljral 
supports. This loose flooring are potential areas of injury to the dogs in Ibose enclosures, These areas need to be 
replaced or repaired to avoid in jury to the dd^. 

Correct by: 14 MAY 09 

3,11 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL 

(c) Housekeeping for premises, Premises where housing facilities are located, irtcluding buildings and surrounding 
grcunda, must be kept dean and in good repair Ic proted the animals firom injury, to facilitate the husbandry practices 
required in this subpart, and lo reduce or eliminate breeding and living areas for rodents and other pests and vennin, 
Premiseg must be kept tree rjf aooumulatione ol trash, junk, waste pngrJuctS: and rfcogrded matter. 

Severn! areas in this facility are in need ol cleaning. This includes the entry area of the lower barn where there 
aro various Itame bamg atorod including old caging matairal s and scrap building matanals. The fretnt shop araa also 
needs to have all ucLised materials removed and this area cleaned and maintained in a sanitary manner, These 
araa£, although nd in contact with the dega, must be kapl nsat and clean te lacilitats normal husbandry praclices and 
to allow lor the monitoring of pests. Correct this by keeping all areas o( the facility In a clean and neat condition. 

Correct by; 07 JUN 09 


*** Inspection and esfit intenrew conducted with the owner. 
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3,1 {c) m 

HQD51NO FACIUTIES, GENERAL. 

(3) Cleaning, Hand surfaces witli which the dogs or cats come in cofntacl must be spol-deaned daily ar»d sanitised in 
acccrdanca with Sac. 3.1 1 (b) ci thia aubpart lo pravent accumulaliar^ af axcnata and raduoa diaaaaa hrazarda. Fleers 
made of dirt, absorbent bedding, sand, grav^, grass, or otber similar material must be raked or spot-cleaned with 
sufficieni frequency Ip ensure ell ^nimalg the freedom to avoid contepl wilfi eKoreta- Contemineted materiel must be 
replaced whenever this raking and spot cleaning Is not sufficleni to prevent or elimlnale odors, Inseds, pests, or 
vermin infestafron. All other surfaces oF housing fMilities must be cleaned and sanitized when necessary to salisly 
generally ajcoepted husbandry sLandards and pfadlces. Sanitization may be done using any of Ihe methods provided 
in Sec, 3. 11 (b)(3) tor primary enclosures, 

*** At least two oF the enctosures in the sheltered Itormel on the hill have walls that are dirty. These walls are made of 
solid plaglic that are smaarerj with cirt and Fecos from the rdogs' feet. TFieaa surlaoes must be cleaned lo reduce 
potential disease hazards and to allow the dogs to remain dean. Correct Ibis by cleaning these surrajcas. 

Correct by: OB FEB OB 


30243 Tn 213 
FRESNO, OH 43824 


3,3 (b) 

SHELTERED HOUSING FACILITIES- 

(b) Ventilation. The enclosed or sheltened part of sheltered housing facilities tor dogs and cals must be sufficiently 
vcnlllaled when dogs or cals are present lo provide' For ibeir hoallb and well-boing, and lo minimizo cdcrc, dratls, 
ammonia levels, and moisture condensation. Ventilartion must be provided by windows, doors, vents, fans, or air 
pcndilioning. 

*** There is an ammpnia smell when entorirg the whplpirg kgnrel. The kennel is not overly dirty bul the smell gl 
ammonia to nolioaablc on entry. Tbis odor can lead lo poor air puallly which can be dangorous to the dogs in the 
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Isennel especially lf»e puppies. Atldilional ventilation mast be provided lo Ibis area. There are ceiling vents on the 
roof nf me lacilily and windows. Tfiara must be anou^b varrlilalion avan an aald days susb as today to ansura ^ood 
air quality for Uhe dogs. Corred this by providing addiliorial vemtilaJlion. 

CofTset by; OS FEB OS 


(b) (4) 


3,4 


OUTDOOR HOUSING FACIUTIES. 

(b) Shelter from the elements. Outdoor facilities for clogs or cats must iriclode one or more shelter structures that are 
annassibla to aash animal in aach outdaar lacilily, and lhal ara lar^ anough to allow each animal in tha shaltar 
strudure lo sit, stand, and lie in a rwmal rrranner, and lo turn about Ireely. In addilion lo Ibe sheller. structures, one or 
more separate outside ereas el shade must be provided, lanje enough to contain all the animals a1 one time and 
proted them from the direct rays of the sun. Shelters In outdoar facllilJes for dogs or cats must contain a raof, four 
sides, and a lloor, and must: 

(4) Conlain clean, dry. bedding malerlal If the ambient lemperalure is below bC deg. F (10 deg. C). Additional dean, 
dry bedding is required when the temperature is 35 deg. F fi.7 deg. C) cr lower. 


"* 14 adult dogs housed eutdoer have littfe Co no bedding in their shatfem- These degs ere housed in fenged ereas 
with one shelter bo\ lor several dogs. The shelters are large enough for all dogs but require bedding to be added tOi 
ensure the comfort el the animals in ccid weather. The temperature today is approxiamately 35 degrees F, Correct 
this by supplying bedding to these dogs such as slraw lb allow them to bed down Ibr warmth. 

Correct by: OB FEB OB 


3,9 (b) 

FEEDING. 


{b) Food receptacles must be used for clogs and caits, must be readily accessible to all dogs and cals, and must be 
located so as lo minimize oontarninaiion by ejtorela and pests, and be prelscrled Irom rain and snow. Feeding pans 
must eirther be made of a durable material ibal can be easily cleaned and sanitized or be disposable. II the food 
receplagles are npt disposable, Ihey musi be kept clean and must be seniiized in eccordange with Sec- 3-11 (b) pt this 
subpart. Sanitization Is achieved by using one of the methods described In Sec. 3.1 1(b)(3) of this subpart. If the food 
receptacles are disposable, they must be discarded after one use. Self-feeders may be used for the feeding of dry 
load. II solf-feodsrs ar^ used, they must t\& kept clean and must sanitized In accordance wllhi Sec. 3.11 (b) cl this 
subpart. Measures must be taken to ensure lhat there is no moldir^, deterioration, and caking of feed. 

*** Several self-feeders for the dogs in the bam are dirty. These self-lMiders are metal wllh flapping door that open 
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when Ihe dogs pusti their f»eads in to eat. The ctoors of these leetters are caked with old food and dirt from the dogs' 
tacaa. Thasa taadara musl ba alaanad to ansura a aafa rood supply far lha do^s. Conadi this by ctaani npi arto 
mainlaining these feeders, 

Cofrsctby; 1 5 FEB OS 


■*** Inspection conducted with owner's wife. Exit interview conducted with the owner. 
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